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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 

THE APPRAISAL OF CONTENT IS TENTATIVE. 25X1 X 

(FOR KEY SEE REVERSE) 



1. The plant wqs constructed in 1934 and was known as the Siebel Plant, Plant No. 3* 
The main Sahel Plant was looated in Halle. At that time, Plant No. 3 oarried out V 
the final aaBembly and testing of airoraft (after 1938, the JU-88), of whioh 60- 
80 were produced monthly. This produotion oontinued until the end of World War II. 
The plant sustained considerable World War' II damage, the only building re- 
maining intaot being the present refrigerator and oompreeeor assembly shop (5). 
Reconstruction began in 1948 and was oompleted in its present form by the first 
quarter of 1949. 

2. The plant, whioh covers an area 350 x260 metere, ie 200 miles north of the Halle- 
Leipzig railroad line. 

3. All buildings are of gray plastered stone construction unless otherwise epeoified. 
/Bee Enoloaure (A )J 

Point 1. Machine Shoo . 50 at 30 x 10-12 meters, it has a saw-tooth roof and 
skylights. It is equipped with 20-25 Herman (Boeheringer, Niles, 

TOP) lathes of various sizes, largest, 1-^-2 meters distance between 
centers, smallest, 1^ meters distanoe between oenterej two new German 
(Reinloke) vertioal milling maohinesj onS bid Herman nertioal milling 
maohinej five prewar model German (Reinioke) horizontal milling 
maohinesj one old German horizontal boring mill with 60 millimeters 
drilling oapaoityj one new German (Berliner Werkzeugmasohinenfabrik) , 
model 1950, radial drill press, 100 
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millimeters drilling capacity; six small, old model, column 
drill presses, 28-JO millimeters drilling capacity; one pre- 
war German honing machine, capacity up to 50 millimeters 
diameter; three 52-ton eccentric presses and one 100- ton 
eccentric press, used for pressing out small parts for 
refrigerator construction; and two arc welding units® 

It employs 40-45 workers on main shift, 20 workers on night 
shifty and manufactures machine compressor parts primarily ® 

Gar pen ter shop . 50 x JO x 10-12 meters ® It has a saw-tooth 
Wof and skylights • It is equipped with two circular saws, 
one parallel saw (Besaeumsaege) $ one straightening machine 
(Abrichtmasehine) ; one groove milling machine (Kettenfraes- 
Suaichine) ; two band saws? one glue furnace; two drying ovens, 
oapaoity 10-12 cbm of lumber; two table drill presses; and 
four assembly tables^each 5 meters long. It produces wood 
parts for refrigerators and assembles wooden framework for 
refrigerators^and employs a total of 50-^0 on both shifts® 

Storage shed , 20 x 8 x J meters, it is of wood construction 
with tar paper saddle roof. It stores compressor parts® 

Paint shop and former apprentice shop . 40 x 20 x 20 meters, 
it is two stories with a tar paper saddle roof® The paint 
shop on the first floor is equipped with one spray oabin 
where small refrigerator parts are spray-paintedjand an 
open section where finished refrigerators are spray-painted. 

It employs a total of 15 workers on two shifts® The seoond 
ijoor, now empty, formerly contained an apprentice shop. 

'he machines were moved to the former Aurora Plan^. 

Hifrigerator and compressor assembly shop . 100 x 60 x 20 
meters, it has a sawtooth roof with skylights. The roof is 
in poor condition. The skylights have many panes of glass 
missing and have been covered with tar paper. The refrig- 
erator assembly seotion is ©quipped?' with two manually operated 
folding presses?.., 'Abkantb^enke; , one 1 meter long, the 
o*frfcer 2 meter# long; six small table drill presses up to 
10 millimeters drilling oapaoity; and six workbenches vary- 
ing from 5-10 meters in lengthy equipped with vises. This seotieh 
assembles refrigerators. The compressor assembly seotion 
oontains four workbenches varying from 5-10 meters in length* 
and two table drill presses. Two seotlons employ a total 
of 200-250 workers on one shift. On the long side of the 
Shop are two galleries, one of which stores finished assem- 
bly parts purchased from an outside source; the other ,v 
finished assembly parts are manufactured by the plant proper. 

On the south side of the building, on the same level as the 
^flleries, is a olosed-in seotion oontaining administrative 
offices, inoluding teohnical, wage, planning, norm and 
director's offices. 

Central heating plant . 25 x 15 maters, 10 meters above and 
10 meters below ground level, it is of olinker^briok con- 
struction with a flat tar paper roof with a gabled seotion 
l»|heo enter. It is equipped with two ooal-fired boilers 
located underground, flaal iaostor’ed on the floor- abbvelor 
Foor quality brown coal is Conveyed to the lower level via 
elevator » 
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Mess hall# kitchen and purchasing department , a U- shaped 
building, long side 50 meters, two short sides 25 meters, 

5 meters high, of raw clinker-brick construction with tar 
paper saddle roof# A mess hall (a), JO x 15 * 5 meters 
is used by workers and administrative personnel# It is 
Also used for plant meetings and parties# The kitchen 
(b) is 25 x 10 x 5 meters. It also contains an office for 
kitchen supervisory personnel# Purchasing department (c) , 
x 10 x 5 meters. 

Apprentice school # 40 x '10x5 meters, it is tar paper covered 
With a saddle or shed roof* It is equipped with classrooms 
Where 1J0 apprentices receive theoretical training# It 
employs two full-time instructors, who are, however, only 
about 20 years old, not competent, but hired because of 
their IDJ connections* 

Sales store (Konsum) and dispensary # 10 x 5 * 3 meters# 

They are of raw olinker-briok construction with a flat tar 
paper roof# The sales store (a) sells cigarettes, bakery 
goods, beer, and miscellaneous food items for plant per- 
sonnel* The dispensary (b), is staffed with one doctor* /'"x. 
wljc is on duty in the forenoon, from nearby Bergmannswohl 
Municipal Hospital, also two medical assistants who alternate 
On the day and night shift. The supply of medioines and 
bandaging material is not adequate# 

guardhouse and telephone switohboard , 5 * 5 * 3 meters, it is 
made of raw olinker-briok construction with a flat tar paper 
roof. It is staffed with two gatekeepers who alternate on 
shifts, one messenger boy to take visitors t© the plant, and 
one female telephone operator who handles inooming-outgoing 
calls# 

Motor pool# garage, and auto repair shop , it is 50.x 5 x y*)5 .* 
meters,with tar paper shed roof. It contains three passenger 
pars, (two Adler, one Opel) and two trucks (one Opel -Blits 
and one small unidentified delivery truck)# The passenger 
oars arp used for administrative personnel, and truoks for 
local deliveries. Outside of the garage are two old truoks, 

Pne 2§*ion, the seoond 3-ton, each with a flat trailer, and 
ope prime mover, ueed for transportation of finished products# 
The auto repair shop has primitive equipment and oan make 
only minor repairs# The installation employs a total of 25 
workers » 

and aheat m< tal atoraae and putting ehoa. 


y ........ 


miat fftw- 

aaohine ... ... 

leaf tide, 10 n#t#r# on the abort aid*, 3 netara high, with 
aT tar papar aaddla roof • It la equipped with worlcb.noh.a , 
eaa band eaw, on. planar' a b.noh, one aaall tabla drill 
preea, on* aro welding unit, and ona aewlng naohin#. It 
rapaira plant maohlhery, furniture, and worker* ' clothing and 
anploya tan workara. She aha at natal atorage and outting 
•hop (b), 10 * 10 x 3 aatare, la not yat fully oonpleted. 
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At present- it is of rough framework construction, with 
tar paper shed roof and will he cowered later with voodfeh 
planks. It is equipped with two metal cutting shears, one 
with a blade length of one meter and cutting capacity of 
one millimeter, the second with two meters hlade length 
and three millimeter^ cutting capacity; one press brake, 
meter long, cute metal up to three millimeters thick. 

At present,'it stores five tons of sheet metal, normally 
"wery little sheet metal can he stored owing to irregular 
'^.fiiiwfiiea. - 

Point IS. Tatar basin. 30 * 10, 4 meters deep, it is of stone block 
cons true ti on filled in with tar. It is used for fire- 
fighting purposes. 

Point 14. Plant transformer station . An unknown amount of voltage 
is received via high tension lines from an unknown souroe 
and Is transformed to 220 v and 380 w AC at the plant 
transformer station. The latter building is 4 * 3 meters, 

2 "+ 2,5 meters underground, with the top seeded with grass, 
and a ladder entrance. It is equipped with two 'transformers. 
An underground oable leads from the transformer station into 
the plant. I have no further details. 



SBCTOITT - 

4 , fbe plant is bordered on the south side by a three-meter high atone wall, 
Sn the west side by a mesh. wire fehoe 2.5 meters high, and on the east 
side by a stone wall 2.5 meters high. The north area of the plant is 
open. The uniformed plant police consist of five men and one woman. 

The men are armed with pistols and patrol the plant area alternating on 
three 8-heur shifts. The night patrols are accompanied by a Carman 
shepherd dog. The female guard spot-checks female employees. Tisitors 
and plant personnel are oheoked when entering and leaving plant by a 
gatekeeper in the guardhouse. Baoh employee has a plant identification 
oerd with photograph whioh must be shown to guard. On baok of this card 
is roeip fob four stickers whioh are issued quarterly. Baoh employee 
: must have the proper Sticker for the respective quarterly period. 


5. The. fire department consists of 20-25 volunteer firemen from the plant 

personnel* One small pump unit is in the garage* Bach building is equipped 
with Minimal fire extinguishers and sand buokets. 


ENCiOSORE ,(A)„SCHXEUDITZ Refrigerator Manufacturing Plant 



> 



SECRET 

./ 



Approved For Release 2002/01/03 : CIA-RDP80-00810A001 800400007-1 




&CHKE UDITZ Refvf^eTfttO/V- lytowificturiY# Plrht- 


SECRET 


Enclosure’ (A) 






Approved For Release 2002/01/03 : CIA-RDP80-00810A001800400007-1 
* " ' « « * 

llOlIf 

■■■ 


EBCL0S8BS (A) 


SCHKEOBITZ BKP1I0BBAT08 
XAVOPACTBBXBO PUI* 


Plant 


,lv' 


Machine shop 
Carpenter shop , _ 

Storage shad 

Paint shop and foraer apprentice ahop 
Refrigerator and oonpmeeor asaeably ahop 
Oantral heating plant 

Meat hail, kit oh an, and purchasing dapartnant 

a. Keen hall 

b. Xitohan 

«» Purohaaing dapartnant 
Apprentice aohool 
Salaa atora and dispensary 

a. Salaa atom 

b. Dispensary • 

Guardhouse and talaphona svitohboard 
Kotor pool, garage, and auto repair shop 

Repair aaohine ahop and sheet natal storage and cutting ahop 

a* Repair naohlno ahop 

h. Shoot natal storage and cutting ahop 

Vator baaln 

Transformer atation. 


A. Porno r Lufthansa adniniatration building 

B. A this tie field 
0 • lake Punp Plant 
D. Apartment houses 
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